To:  Way,  Stevenfway. steven@epa.gov] 

From:  Matt  Francis 

Sent:  Thur  4/9/201 5 7:35:50  PM 

Subject:  RE:  GK  to  R n B pond 

removed.txt 


Thanks.  That’s  more  than  they  currently  stock  in  Denver  for  6”,  but  with  enough  lead  time  I 
suspect  they  will  be  able  to  pull  from  other  locations  and  provide. 


From:  Way,  Steven  [mailto:way.steven@epa.gov] 
Sent:  Thursday,  April  09,  2015  1:20  PM 
To:  Matt  Francis 
Subject:  GK  to  R n B pond 


Matt, 


It’s  about  2000  ft  direct  line.  However,  we  may  need  to  look  at  a turn  or  two  that  would  extend 
it. 
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Steven  Way 


Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 
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